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June  1976.  GPO;  SD  Catalog  No.  C13. 13:60/6;  $0.80. 
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August  1976.  GPO;  SD  Catalog  No.  C13. 13:60/8;  $0.80. 

Moulder,  J.  L.  Metal  Fires  - Science  and  Safety.  NBS  Dimensions,  Vol. 
60,  No.  1,  10-11,  January  1976.  GPO;  SD  Catalog  No.  C13. 13:60/1; 
$0.80. 
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Dimensions,  Vol.  60,  Anniversary  Supplement,  22-23,  1976.  GPO; 
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NBSIR  75-788  Budnick,  E.  K.  and  Klein,  D.  P.  Evaluation  of  the  Fire 
Hazard  in  a Mobile  Home  Resulting  from  an  Ignition  on 
the  Kitchen  Range.  February  1976.  Interim  Report. 

NTIS  Order  No.  PB-250843;  $4.00. 
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E. , Paabo,  M.  and  Pitt,  B.  Measurements  and 
Observations  of  the  Toxicological  Hazard  of  Fire  in  a 
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Dependent  Partial  Differential  Equations  Which  Describe 
a One-Dimensional,  Laminar,  Premixed  Flame.  January 
1976.  Final  Report.  NTIS  Order  No.  PB-263100;  $7.50. 


NBSIR  76-1000  Walker,  J.  A.  and  Tsang,  W.  The  Contruction,  Operation 
and  Performance  of  a Reactive  Gas  Generator;  with 
Specific  Application  to  HCHO,  CH3CHO,  CH2CHCH0,  S02, 

HCN  and  HC1  Production.  January  1976.  Final  Report. 
NTIS  Order  No.  PB-251219;  $4.50. 

NBSIR  76-1012  Lee,  B.  T.  Fire  Performance  Testing  of  Bulkhead 

Insulation  Systems  for  High  Strength  to  Weight  Ship 
Structures.  August  1976.  Final  Report.  NTIS  Order 
No.  PB-257197;  $4.50. 


NBSIR  76-1013  Tu,  K.  M.  and  Davis,  S.  Flame  Spread  of  Carpet  Systems 
Involved  in  Room  Fires.  June  1976.  Final  Report. 

NTIS  Order  No.  PB-256130;  $2.25. 

NBSIR  76-1014  Hayes,  Jr.,  W.  D.  Space  Heater  Involvements  in  Fabric 
Fires.  March  1976.  Final  Report.  NTIS  Order  No. 
PB-251414;  $3.50. 
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Gawln,  W.  M.  and  Bright,  R.  G.  Mobile  Home  Smoke 
Detector  Siting  Study.  May  1976.  Final  Report.  NTIS 
Order  No.  PB-254177;  $4.50. 

Alderson,  S.  and  Breden,  L.  Evaluation  of  the  Fire 
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